The  Allington  & Curtis  Mfg.  Co. 

EAST  CAMBRIDGE,  MASS. 

Office  and  Works  No.  29  Otis  Street. 

Local  and  Long  Distance  Telephone  No.  310  Charlestown. 


Left  Hand  Cyclone  Dust  Collector. 


Left  Hand  Bottom  Horizontal  Discharge. 


MA,N  factory:  SAGINAW,  MICHIGAN. 


Handling  of  all  kinds  of  Dust  a specialty. 


.ESTIMATES  FREE 


— MANUFACTURERS  OF — — 

Fans,  Dust  Collectors,  Furnace  Feeders, 
Exhaust  and  Blow  Piping. 


To  Users  of  Dust  Producing  Machinery 


GENTLEMEN : 

We  invite  your  attention  in  this  circular  to  a few  of  our  specialties  with 
the  object  of  interesting  you  further  in  the  class  of  machinery  which  we  manufacture.  If  you 
need  anything  in  our  line  please  write  for  our  50  PAGE  CATALOGUE  which  will  give  you 
a more  comprehensive  idea  of  the  merits  of  our  goods  and  what  our  various  systems  really  are. 

We  make  a specialty  of  manufacturing  and  installing  FANS,  DUST  COLLECTORS, 
FURNACE  FEEDERS,  EXHAUST  and  BLOW  PIPING.  We  manufacture  all  these  goods 
ourselves  and  install  them  with  our  own  SKILLED  MECHANICS  and  do  not  sub-let  any  of 
our  contracts.  We  guarantee  all  of  our  work,  and  being  the  largest  and  oldest  manufacturers 
of  these  goods  in  the  United  States,  we  are  the  best  equipped  for  handling  all  DUST  CON- 
TROLLING PROBLEMS  in  a scientific  as  well  as  thoroughly  practical  manner. 

We  should  be  pleased  to  make  you  an  estimate  for  equipping  your  plant  with  one  of 
our  complete  systems,  or  any  portion  of  the  same,  with  a view  of  contracting  with  you  for  an 
installation. 


No.  16.  DOUBLE  UP  BLAST. 


No.  16.  Right  Hand  Up  Blast. 


No.  26.  Left  Hand,  Top  Horizontal  Discharge. 
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The  Marshall  Fan  and  Piping  System 


The  above  half  tone  shows  two  Marshall  Fans  and  a Piping  System  taking  care  of  two 
flooring  machines.  They  are  so  arranged  that  when  one  of  the  flooring  machines  or  both  of 
them  are  shut  down  the  fan  or  fans  connected  therewith  stop  running  and  thus  the  fan  power 
is  saved.  The  cut  represents  part  of  a system  only,  and  when  it  is  understood  that  each  large 
machine  in  the  factory  is  equipped  in  this  manner,  with  its  own  individual  fan  and  piping  sys- 
tem, the  amount  of  power  saved  can  be  realized.  In  this  particular  factory  the  saving  of  power 
averages  over  50  per  cent,  of  what  would  be  required  if  the  old  style  piping  system  were  used. 


SOME  ADVANTAGES 


25  to  50  percent.  Saving  of  Power. 

Fan  Power  stops  when  not  needed. 

Heating  Plant  increased.  Warm  air  retained  in  factory 

Small  Discharge  Pipes  and  consequently  Cheap  Dust 
Collectors. 

Better  and  more  evenly  distributed  suction. 

Machinery  can  be  rearranged  and  not  destroy  Piping 
System. 


Cheap  as  old  style  system,  if  properly  constructed. 

Saves  on  Coal  Bill. 

Saves  wear  and  tear  of  heavy  belts  and  shafting. 

If  Engine  or  Boiler  is  overloaded,  remodeling  Fan 
System  will  give  relief. 

Old  Discharge  Pipes  can  be  utilized  if  too  small. 

New  Machinery  can  be  added  without  remodeling  or 
overloading  system. 


ESTIMATES  FREE 


IMPORTANT  NOTICE 


We  manufacture  our  Dust  Collectors  under  the  McINTYRE  METHOD 
PATENT  which  practically  covers  the  PROCESS  of  separating  dust  from  air  by 
CENTRIFUGAL  FORCE,  substantially  as  it  is  carried  out  in  the  modern  metallic 
Dust  Collector.  We  also  manufacture  under  the  MORSE  and  HOLT  CON- 
STRUCTION PATENTS  which  have  been  adjudicated  in  the  United  States 
Courts  and  sustained  in  a number  of  contested  cases.  The  United  States  Court  of 
Appeals  has  sustained  our  right  to  an  injunction  against  users  of  dust  collectors,  in- 
fringing these  patents.  Copies  of  these  decrees  will  be  furnished  on  application  to 
those  interested.  These  patents  have  also  been  sustained  in  extended  litigation  in 
ENGLAND  and  GERMANY. 

We  have  made  about  five  hundred  settlements  with  users  of  infringing  dust  collectors 
.since  our  patents  were  first  sustained  by  Judge  Grosscup  at  Chicago,  May  9,  1894. 
We  take  this  method  of  informing  the  public  of  our  rights  so  that  they  may  guard 
against  the  impositions  that  have  been  heretofore  practiced  upon  innocent  purchasers 
of  infringing  dust  collectors,  who  were  induced  to  make  the  purchase  by  false  repre- 
sentation of  our  rights,  or  the  furnishing  of  a technically  worthless  bond. 

Yours  truly, 

The  Allington  & Curtis  Mf g.  Co. 


SAGINAW,  MICHIGAN. 


THE  MARSHALL  FAN. 


PATENTED . 


The  Marshall  Fan  and  Piping1  System, 

MANUFACTURED  AND  INSTALLED  BY 

The  Allington  & Curtis  Manufacturing  Co., 

Main  Office  and  Factory, 

SAGINAW,  = = MICHIGAN. 


BRANCH  OFFICES  AND  pp^po  - 

EAST  CAMBRIDGE,  No.  29  Otis  Street,  Telephone  No.  310  Charlestown. 

NEW  YORK  CITY,  No.  139  Liberty  Street. 

CHICAGO,  = No.  13  and  15  North  Canal  Street,  Telephone  No.  3121  Main. 

CHICAGO,  = No.  1637  Monadnock  Building.  ESTIMATES  FREE. 


